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Lighting Technology 
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Shanghai Lei qiong Lighting Technology Co., Ltd. 

was established in 2009, located in Minhang 
Pujiang Town, is not form the downtown, with very 
convenient traffic around, near metro line 8, we are 
a LED lighting company dedicated on research and 
development of LED panel light product & solutions. 

As professional LED lamp manufacturer , we are 
proud of our ability of independently developing 
and producing more than 10 kinds of annual 
developed products, which are of advanced 
technologies, fashionable, and high-quality. All of 
our products are with CE approval and Rosh 
compliance, part of the products gain GS, UL 
certificate . Over 90% of the products are exported 
to Europe, North America, Asia and other areas. We 
make and provide both LED home lighting and 
outdoor LED lighting products. 

"product quality" as our core, "reliability, 
practicability and low cost" as product design 
concept, to provide high quality LED home lighting 
and outdoor LED lighting products with the best 
service in the industry and to deal with customers 
in an honest and responsible manner. 

- See more at: http://www.ledskylamp.com 
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Characteristics of LED Panel Light 

Many people used to calling led penal light as flat panel light lamp, indeed, from the 
appearance point of view; the LED panel light is more like a flat. But just such small a 
tablet, it has higher color rendering index than the traditional lamp, these LED lamps 
with higher luminous efficiency. Although the LED panel light appears like a flat, but it 
is such a simple design and metal frame outside around give the panel lamp very 
simple, special atmosphere and a high grade feeling. The lamp has been attracting 
more customers with its various advantages, better energy efficiency, low price, and 
more beautiful lighting shape. These are the main reasons of people choose to use 
panel light, at the same time, LED panel light is also providing people with a brand- 
new visual feast. 

Characteristics of led panel light 

1. The panel adopts high transparent acrylic plate, light-emitting soft, high light 
efficiency. The lamp has the advantages of simple operation, flash light, no 
stroboscopic, no singing, no glare, no lead, mercury and other harmful substances. 
The lamp has the advantages of convenient installation, can be directly installed to 
ceiling and can also lifting installed using hoisting hole in the back. Therefore, led 
panel light is widely used in the conference room, high-grade office and other places. 

2. Led panel light is a high-end interior lighting with beautiful and simple lighting 
design and luxurious atmosphere creating appearance. While providing good lighting 
effects, it can also bring a feeling of beauty. Led panel light creates a uniform plane 
light effect after light goes through the high light transmittance ratio guide plate. The 
good illumination uniformity, soft, comfortable and not bright light can effectively 
alleviate eye fatigue. 

3. Led panel light products are mercury contain less, waste less and when 
manufacturing, there is almost no pollution created. Semiconductor lighting's 
recyclable characteristic makes it a significant role in economic and social sustainable 
development and it is in name and in fact a green lighting technology. 

So many characteristics of the LED panel light product , we have no reason not to 
accept it. So, the traditional fluorescent tubes replaced by LED, in all public places, the 
LED dominant. This fully shows that the future direction of LED development has 
great market space. - See more at: http://www.ledskylamp.com/lndustry-News/ 




LED Down Light Is the Most Health Lighting 



In fact, the global lighting market changes rapidly, the biggest reason for the 
incandescent lamp lost its markets is the high consumption of electricity and not high 
environmental protection. Only energy-saving lamps can last to tomorrow in the 
current energy saving and environmental protection economy background. In this 
case, LED down light stands out as health LED industrial light china . An important role 
of lighting is to help bright surrounding in the night, so that people can see the object 
in the darkness. It has a significant relationship with the human eyes. Therefore, the 
quality of lighting equipment directly affects eyesight and health of human. What 
make led down light health light source is a high brightness light-emitting diode. And 
it's characterized for its high luminous efficiency, less power consumption, long 
service life, maintenance free, easy to control, safety and environmental protection; 
The soft, bright, rich and colorful, low loss, low energy consumption and green 
environmental protection light makes led down light suitable for any condition, home, 
shopping malls, banks, hospitals, hotels, restaurants and other public places lighting. 

Recent medical study found that the reaction of human body will be in accordance 
with the illumination wavelength environment and corresponding changes, a lot of 
lighting equipment used at night, may damage the physiological reaction that body 
feel the environment wavelength changes to go into rest. This phenomenon is 
particularly serious in recent decades for a large number of applications of electronic 
LED industrial lighting price at night which have a great impact on the human body. 
The fluorescent lamps, energy saving LED flood lamp and other lighting equipment in 
the production process will inevitably add toxic environment "Mercury", the light 
source emits ultraviolet radiation, the spectral performance intermittent problems, 
using seemingly no obvious difference, but in fact it obviously affects the health of 
users; the led down light uses solid-state lighting technology, spectrum performance 
is gentle and the light source does not contain UV, with a higher luminous efficiency, 
so it is relatively safe, healthy choice of LED industrial lamp wholesale . Led down light 
is on behalf of health lighting, it appears and changes the traditional lighting, bringing 
a new choice for our lighting. - See more at: http://www.ledskylamp.com 



Contact Us 



Shanghai Leiqiong Lighting Technology 
Co.,Ltd. 

Tel: 0086 13761865475 

Fax: 0086-021-52716053 

E-mail: info(5)ledskylannp.conn 

Add: No. 1899, Wan Fang Road, Minhang 
District, Shanghai 

We are one of the professional and popular 
LED street light suppliers and LED panel light 
suppliers. And we also provide other kinds of 
LED lights, like LED downlight, industrial light, 
tube light and so forth. For nnore detailed info, 
please contact us! Our Online Website is 
http://www.ledskylannp.conri 



